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UNUSED DESIGNATORS: D3, D4 
MODEL 909 HAS R15 AND C9 REMOVED (NO-10V UNREG. OUTPUT) 
MODEL 910 HAS 8-PIN SOCKET IN PLACE OF 8-PIN PLUG 
BASIC UNIT AS STOCKED 
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SCHEMATIC, POWER SUPPLY MODEL 909 & 910 
08-011 
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FIGURE 16 POWER SUPPLY MODELS 909 AND 910 


